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Doors and frames constitute only a portion of 
“HOLLOW METAL”. 

“HOLLOW METAL” is the mark of a trade that has the ability 
to coordinate and fabricate many related sheet steel products. 

It is not an afterthought of manufacturing a few more items. 
Rather it is the experience of having made these specific 
related products over a long period of time. 

Forty-four years of experience in manufacturing 
“HOLLOW METAL” has given us the ability to combine 
planning and production with economy into a service 
for the construction industry. 

We operate a completely integrated manufacturing plant 
in Scranton, Pa., comprising 120,000 sq. feet, where new and 
modern equipment is combined with production efficiency 
to insure a smooth, fast flow of raw material into 
the finished product by skilled mechanics. 

General offices including purchasing and sales are maintained 
in New York City to combine the facilities and convenience 
of the city with the obvious manufacturing advantages 
of the smaller community. 

At left is a list of the type of work that we do. We have 
supplied these hollow metal products for many of America's 
modern buildings. We have helped solve the space and 
lighting problems of dramatic high-rise office structures. The 
special demands of hospital and prison hollow metal have 
been met. We have worked with the unique requirements of 
contemporary school architecture. Whatever your hollow 
metal needs, Superior Fireproof Door & Sash Company 
can satisfy them. 

Limited space prevents us from giving a complete information 
about all of our products. However, our staff will always 
be available for consultation without obligation. Write for 
details, specifications or additional information 
about any of our hollow metal products. 

Contact us before specifying your next hollow metal supplier. 
Superior Fireproof Door & Sash Company assures satisfaction. 


Hollow Metal Doors & Frames 

Elevator Entrances 

Convector Enclosures 

Metal Base & Trim 

Metal Wainscoting & Wall Linings 

Custom Partitions 

Stall Partitions & Cubicles 

Stainless Steel Specialties 

Hollow Metal Specialties 

Special Hollow Metal Lockers 
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Superior Fireproof’s engineering department is among the finest in 
the country. No building project has ever been too big...no question 
of minute detail has ever been too small... to receive the absolute atten¬ 
tion that these experienced hollow metal men give to every job. Their 
years of training and practical experience are available for hollow metal 




consultation service without obligation to architects, engineers and 
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contractors. Superior Fireproof’s engineering staff is ready to answer 
any questions. 

A technical Hollow Metal Engineering Catalog is available for reg¬ 
istered architects. It contains much more information about our prod¬ 
ucts than we can include in this catalog. Do not specify hollow metal 
suppliers until you have thoroughly checked with Superior Fireproof 
Door & Sash Company’s ability to satisfy your hollow metal needs. 
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Illustrated here are a few scenes from our modern factory. Space limitations 
prevent showing all of the steps in our quality manufacturing process. However, 
these views give some idea of the vast factory floor space and up-to-date precision 
machinery needed to turn out hollow metal products used in America’s finest 
buildings. 
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Working areas, interior breakups and light distribution problems are most 
readily solved in contemporary office buildings by custom hollow metal building 
components. They can be engineered to meet any design specification and manu¬ 
factured to building tolerances. Hollow metal quality is high, cost is low and 
delivery is prompt. 

Superior Fireproof supplied hollow metal for the office buildings pictured here. 
The staff that helped create the custom hollow metal units that solved architec¬ 
tural problems in them is available to help you. Contact Superior Fireproof for 
hollow metal work for your next office building. 



U.S. Military Personnel Records Center, 
St. Louis, Mo. 

Arch.: Peter Kiewit & Sons 
Con.: Fruin-Conlon 



Commercial Credit Building 
Arch.: Harrison & Abramovitz 
Con.: Consolidated 
Engineering 



Getty Building 
Arch.: Emery, Roth 
& Sons 

Con.: Cauldwell 
Wingate Co. 



Southland Center 

Arch.: Wei ton Becket, Faia, & Associate 
Con.: J. W. Bateson 



Henry C. Beck Building 
Arch.: Neild-Somdal Ass. 
Con.: Henry C. Beck Co. 
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radiator and convector enclosures 
& Venetian blind pockets 
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Typical Hollow Metal products for office buildings 

• Hollow Metal Doors & Frames 

• Borrowed Light Partitions 

• Porcelain Panels for Borrowed Light Partitions 

• Window Sills 

• Window Trim 

• Convector Enclosures 

• Stainless Steel Specialties 

When outlining scope of work for your Hollow 
Metal section include all of these related products. 



^ elevator entrances and cabs 


frames and doors 


Ford Motor Company 
Central Office Building 
Arch.: Skidmore, 

Owens & Merrill 
Con.: Bryant & Detwiler 
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Hollow Metal work for hospitals requires a high degree of engineering skill and 
precision manufacturing building. Superior Fireproof Door & Sash Co. Inc. has 
pi ovi ed Hollow Metal for the modern hospitals shown on these pages We have 
had many years of experience and we have acquired a kno whow for the manv 
Hollow Metal products for hospitals as enumerated below: y 


Hollow Metal Doors and Frames. 
Special Frames and Screens. 
Window Trim. 

Convector Enclosures. 

Radiator Fronts. 

Hose Cabinets. 

Tub & Shower Controls. 


Narcotics Cabinets. 

Lead Lined Doors and Frames. 
Radio Speaker Frames. 

Stainless Steel Corner Guards. 
Cubicals Detention. 

Paper Holders. 

Stainless Steel Doors and Frames. 


Nurses Stations. 

«Iated 0 prodi,c? s SCOPe ° f W ° rk f ° r y °“ r Hol,mv Metal section Mad. all of these 



Carswell Hospital, Carswell Air Force Base, Texas 
Arch.: York and Sawyer and Roscoe DeWitt 
Con.: George A. Fuller Company 


Veterans Administration Neuropsychiatric Hospital, 
Topeka, Kansas 

Arch.: Veterans Administration Architects 
Con.: Peter Kiewit & Son, Omaha, Nebraska 


Central Reception & Classification Center, 
Columbus, Ohio 

Arch.: Conrad & Simpson, Cleveland, Ohio 
Con.: Baler Coombs, Morgantown, West Virginia 
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special entrances 


Metropolitan Hospital, New York 

Arch.: Charles B. Meyers, Dept, of Public Works 

Con.: Wilaka Construction Co. 
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Elmhurst General Hospital, Elmhurst, New York 
Arch.: Fellheim-Wagner 
Con.: Depot Construction Co. 
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The Dearborn High School is just one of many school jobs for which we have 
furnished Hollow Metalwork. 

You will note from the photographs that this job is of an extremely com¬ 
plicated nature. The side walls shown on the photograph of the gymnasium below 
were made in Hollow Metal by Superior Fireproof Door & Sash Co., Inc. Wind 
bracing was furnished to tie the members in with the structural form. 

“KNOW HOW” in both engineering and manufacturing is a “must” in order 
to manufacture such units as these, so that when they reach the job they “fit.” 

Interior borrowed lite partitions and side light entrances are other special 
Hollow Metal items which are required in the modern school. Listed below are 
some typical Hollow Metal items which we manufacture regularly for school 
type construction. 


• Hollow Metal Doors and Frames • 

• Borrowed Light Partitions • 

• Porcelain Panels for Borrowed • 

Light Partitions • 

• Window Sills • 


Window Trim 
Convector Enclosures 
Black Board Trim 
Shelving 

Soundproof Doors 


When outlining scope of work for your Hollow Metal section include all of these 
related products. 


t 


Arch: Eberle M. Smith Associates 
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Hollow metal required for prison work is highly special. In addition to all normal 
quality demands, the added element of security must be considered. Superior 
Fireproof Door and Sash Co. has supplied various hollow metal specialties to 
meet contemporary design and security demands in the country’s newest prisons, 
jails, and neuropsychiatric hospitals. 

Superior Fireproof’s design and engineering departments have years of experi¬ 
ence in producing the hollow metal specialties needed for detention and security 
type buildings. We have designed, produced, and installed Security Doors, Speak¬ 
ing and Observation Cubicles, Detention Window Trim, Detention Screens, in 
addition to regular hollow metal borrowed light partitions, entrances, doors and 
frames for the detention centers pictured here. The experienced hands that helped 
erect these modern prisons are available for your next building project of this 
type. Contact us for details of our Prison Hollow Metal Work. Our special catalog 
is available covering Prison Hollow Metal. Write for Superior Fireproof Door 
and Sash Co.’s A.I.A. catalog #16-A-58-2. 


Nassau County Jail 

Arch.: Chapman, Evans & Delehanty 

Charles V. Smith, Com. of Public Works 































Maryland State Penitentiary, 
Baltimore, Md. 

Arch.: Buckler, Fenhagen, 
Meyer & Ayers 
Con.: Kirby & McGuire, Inc. 


SECTION THRU HINGE STILE- SHOWING NO. 18 GA. SUPERIOR ,f DOR-IN-A-DOR" TRUSS CORE 



Kent County Jail, Michigan 
Arch.: Obyron & Kapp 
Con.: Owen, Ames, Kimball 
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ELEVATION 





DETAIL OF ANCHOR 



ROUGH SLAB 


SECTION 



PLAN 


J he . f ? 11( ^i n 5 . is a recommended specification and shall only be 
furnished it this specification is incorporated into the hollow metal 
specification for each job. 

SPECIFICATIONS 

All hollow metal frames shall be designed to suit job conditions. 

sh ? 11 be mad ® of 16 gauge or 14 gauge, as specified, and shall be to the 
trim profile shown on the architectural plans. 

Frames shall be mitered at the trim and door stop so that only a hair line 
portio^of^he'frames Tnm ^ St ° P &re continuousl y welded on the concealed 

, W al ! anchors shall be f urnished to suit types of walls indicated on architectural 
plans. Superior type adjustable floor anchors are furnished, adjustable to 3%". 
Spreaders are channel type, clipped to floor anchors and are adjustable therewith! 

w^TJTf°/ CementS , Sha11 > n0 lighter than 8 and thoroughly spot- 

welded to the frames. A mortar protection box shall be installed behind each 
hinge cutout to prevent screw holes from being filled when frames are grouted” 

Lock strike reinforcements shall be no lighter than 11 gauge with mortar box 
Sctionas noted for hinges. Frames shill be suitab^remforced Cslrfad 

rn^>f e ^-F har< ^ Wai 4 -u Wlt !j a gau ? e o; £ P rc> Per thickness to insure maximum develop¬ 
ment of screw thread security. All drilling and tapping for surface applied 
hardware to be performed by field installation men. applied 

a ; ssem ^ l ly » a11 s H r ^ a j 0 imperfections shall be ground smooth, and all ex¬ 
posed surfaces degreased and thoroughly cleaned of rust, oil, and other impurities. 

a . ex P° S0< ? sur faces shall be phosphate coated, producing a coating that 
actually conditions the surface of the metal to resist and inhibit corrosion, and 
to promote increased paint adhesion. 

irrtgSLrlties 11 ”^ 6 filIer ^ be kn ' fe applied to ffll an y remaining surface 

Frames shall be fully immersed in a rust resisting red zinc chromate primer 
coating and protecting all hidden as well as exposed surfaces. P ’ 

„j5 ames sba ^[ then . be ove . n baked to develop maximum hardness and abrasion 
resistance of the prime paint. 

Exposed surfaces of 1st Prime Coat shall be sanded smooth as required, and 
sprayed with one coat of a light gray primer baked on, to increase the thickness 
ol the prime paint film and to provide a non-bleeding light colored base for 
succeeding field coats, which will be applied by the painting contractor. 

To maintain the factory finish, we recommend that materials be stored awav 
from excess moisture and handled in a manner to minimize abrasions. Scratches, 
S’ K der ! ts and otl ^ e 5 marring of the paint film due to causes of job conditions 
shall be cleaned and touched up m the field by the painting contractor. 



BUTT REINF. & 
MORTAR BOX 



DETAIL OF ANCHOR 



CORNER OF FRAME 
SHOWING MITRED 
STOP & TRIM 



LOCK STRIKE REINF. 
& MORTAR BOX 
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The following is a recommended specification and shall only be 
furnished if this specification is incorporated into the hollow metal 
specification for each job. 

SPECIFICATIONS 

All hollow metal doors shall be made in accordance with Superior Fireproof 
Door & Sash Co.'s Underwriters' Laboratories “B” Label procedure. 

Surface sheets shall be made of 18 or 16 gauge as specified, cold rolled sheet 
steel prime commercial quality. 

Vertical stiffener reinforcements shall run full length of the door between top 
and bottom channels and shall be spot welded to the face sheets. These spot welds 
shall be no more than 3 V 2 " on center. 

Vertical stiffeners shall be 22 gauge truss shapes. Space between truss rein¬ 
forcement shapes shall be no more than 6" on center. Truss shapes shall be joined 
by internal welding so that no movement between shapes can occur. Edge backing 
strip shall be spot welded to the inside edges of doors prior to continuous welding. 
Edges shall be continuously welded using the Heliarc method of continuous 
welding. Edges shall then be ground smooth and roughages filled prior to 
finishing operations. 

All hinge reinorcements shall be no lighter than 8 gauge. These hinge rein¬ 
forcements shall be of an angle shape so that at least IV 2 " of metal shall be 
spot welded to the face sheet of the door with at least 6 spot welds so as to create 
full bearing for the hinge reinforcement. Lock reinforcements shall be 11 gauge 
for the face of the lock and 14 gauge for escutcheon and lock reinforcements. 

All doors shall be painted on the inside surfaces prior to assembly. Doors shall 
also be filled with Underwriter’s approved type sound deadening material. Doors 
shall have 16 gauge top and bottom channels spot welded to each face. These 
spot welds shall be spaced at least 2" on center. 

All doors are to receive necessary grinding and polishing and any imperfec¬ 
tions shall be filled and sanded so that doors may be prepared to receive a baked 
enamel finish. All doors shall then receive two coats of a light gray prime baking 
enamel applied and baked separately. 
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PROJECT 

LOCATION 

CONTRACTOR 

Metropolitan 

Hospital 

New York City 
New York 

Wilaka Const. Co. 
New York City 

Veterans Hosp. 
East 23rd Street 

New York City 
New York 

Cauldwell-Wingate 
New York City 

Statler Center 

N. Y. State 

Hosp. 

Los Angeles 

Calif. 

Central Islip 

New York 

Robert E. McKee 

Los Angeles 
Lasker-Goldman 

New York City 

N. Y. State 

Hosp. 

Creedmoor 

New York 

Wilaka Const. Co. 
New York City 

N. Y. State 

Hosp. 

Central Islip 

New York 

Turner Const. Co. 
New York City 

Veterans Hosp. 

Elmhurst Gen. 
Hosp. 

Albany 

New York 

New York City 
New York 

Ring Const. Co. 
Minneapolis 

Depot Const. Co. 

New York City 

Brockton 

VA Hosp. 

Brockton, Mass. 

Gust K. Newburg Co. 
Chicago, Ill. 

Ford Central 

Staff 

Dearborn, Mich 

Bryant-Detwiler 
Detroit, Mich. 

Hotel Statler 

U.S. Military 
Personnel 

Records 

Center 

Dallas, Texas 

St. Louis 

Missouri 

Otis Elev. Co. 
Fruin-Conlon 

Peter Kiewit & Sons 

Commercial 

Credit Office Bldg. 
Hotel Statler 

Baltimore 

Maryland 
Washington, D.C. 

Consolidated Eng. Co. 

John W. Harris Co. 

Veterans 

Research Hosp. 
Morton Med. 

Lab. 

Topeka VA 

Hosp. 

Chicago 

Illinois 

Chicago 

Illinois 

Topeka 

Kansas 

O'Neil Const. Co. 
Chicago, Ill. 
Ragner-Benson Co. 
Chicago, Ill. 

Peter Kiewit & Sons 


Creedmoor 

Hosp. 


New York 


Depot Const. Co. 


SASH CO., IISTC 


Pleted jobs 

MATERIALS & 
QUANTITIES 

2.800 HM Doors 
3,000 HM Frames 

165 Elev. Fronts 
250 HM Doors 

4.500 HM Frames 
235 Elev. Fronts 

1,850 HM Doors 
6,000 HM Frames 
700 HM Doors 
750 HM Frames 
750 Rad. Enel. 

1,880 HM Doors 
2,100 HM Frames 
20 Elev. Fronts 
2.000 Rad. Enel. 

1,900 HM Doors 
2,000 HM Frames 
20 Elev. Fronts 
500 HM Doors 

3.500 HM Frames 
690 HM Doors 

3.800 HM Frames 
109 Elev. Fronts 

3,000 HM Frames 
400 HM Doors 
2,000 Window Trim 
900 HM Doors 

1,200 HM Frames 
16,000 Lin. Ft. Convectors 
16,000 Lin. Ft. 

Venetian Blind 
St. St. Door & Frames 
180 Elev. Fronts 
3,000 Ft. HM B.L. 
Partitions 
800 HM Doors 
800 HM Frames 
120 Fan Enel. 

500 HM Doors 
500 HM Frames 
3,000 HM Frames 
500 HM Doors 
2,000 HM Frames 
400 HM Doors 


1,500 HM Frames 
375 HM Doors 
1,601 Windows 

HM Window Trim 

2,200 HM Doors 
90 Elev. Fronts 

2,200 HM Frames 
1,700 Radiator, Convector 
Enclosures 
Corner Guards 
St. St. Specialties 


Superior Fireproof Door and Sash Co., Inc. 
executive offices: 4175 Park Ave., New York 57, N. Y. 
manufacturing plants: New York, N. Y. and Scranton, Pa. 
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